File  49U 
August  2?,  1957 
Camdon,  New  Jersey 
1 negative 


SURJECT:  Unident  if  ied  F ^ j 

Sighted  in  Camden,  N.J..  on 

23  August  1957,  by  hr, 

BALLASSAR  (N!M  bottos 

■■ 

File  300  24-190 

Inclosure; 

1,  Photograph  of  Unidentified 

Flying  Object 


